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YTS-ZT # wr Ei 233 # 66.000 f^.^. ^ 123.000 f%.^. 

^ c|K|ukT|) cE 6 ^ 3rl«f^ ^ ^ cTTcfr ^rflcl STSIcTT xH^xjHl ZfTT fcTcRUT I 





HPT 


TIHT 


HTH HP 
HPT 


TTfSTTH 


HH 5THHT ^PT ^ JT^ 


f^Tuff 

f^Tuff 

f^Tuff 

PivjTl 

PivjTl 

f^Tuff 

PivjTI 

f^Tuff 


2 HHTT^T 
ftTTTHT 


HHPTPf 

HHT^ 

HHPTPf 

H^H^ 


HHPTPf 


^•jPt HH ^•jmjel 


0.0055 

0.0042 

0.0030 

0.0030 

0.0030 

0.0070 

0.0060 

0.0030 

0.0020 

0.1270 

0.0130 

0.0550 

0.0160 

0.0160 

0.0100 

0.1520 

0.0500 

0.0280 

0.0280 

0.0012 

0.0020 

0.0540 

0.0090 

0.0080 

0.0400 

0.0010 

0.0010 

0.0020 

0.0100 

0.0120 

0.1410 

0.1201 

0.0060 

0.0050 

0.0120 

0.9560 

0.0098 

0.0227 
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st>h 

HPT 

cllcjHT HP 
HPT 

HTH HH 

HTH 

TT^STTH 

TT^^ 

HH 51HHT 


^•jPl HH 

1 

2 

3 

4 

5 

6 

7 

8 





60 


HTcfl 

0.0362 





62 

Pivjjl 

cl^Rcb 

0.0130 





63 

Pivjjl 

cl^Rcb 

0.0110 





64 

Pivjjl 

cl^Rcb 

0.0040 





67 


HcTIH 

0.0310 





76 


'HiHfih 3T1H1^ 
'tj'tfsTcI 

0.0190 





78 

PivjTI 

cl^Rcb 

0.0060 





80 


HcfH M'ldl 

0.1225 





82 


dcflH q^cfl 

0.0280 





83 

PivjTI 

cl^Rcb 

0.0130 





84 


HcfH 

0.0412 








0.7726 







h6ih1h^ 

2.5663 


[TTT. 3nYg^^/WI^-37014/l/2014-WI^I^-IVTl] 


MINISTRY OF ROAD TRANSPORT AND HIGHWAYS 
NOTIFICATION 

New Delhi, the I Ith April, 2017 

S.0.1147(E). —In exercise of powers conferred hy suh-section (1) of section 3A of the National Highways Act, 
1956 (48 of 1956) (hereinafter referred to as the said Act), the Central Government, after being satisfied that for the 
public purpose, the land, the brief description of which is given in the Schedule below, is required for building 
(Widening/four Laning, etc), maintenance, management and operation of National Highway No.233 in the stretch of land 
from Km. 66.000 to Km. 123.000 (Indo Nepal Border to Varanasi) in the District of Basti in the State of Uttar Pradesh, 
hereby declares its intention to acquire such land; 

Any person interested in the said land may, within twenty-one days from the date of publication of this 
notification in the Official Gazette, object to the use of such land for the aforesaid purpose under sub-section (1) of 
section 3C of the said Act. 

Every such objection shall be made to the competent authority, namely, the Additional Sub-Divisional 
Magistrate/Special land Acquisition Officer,Basti, in writing and shall set out the grounds thereof and the competent 
authority shall give the objector an opportunity of being heard, either in person or by a legal practitioner, and may, after 
hearing all such objections and after making such further enquiry, if any, as the competent authority thinks necessary, by 
order, either allow or disallow the objections. 

Any order made by the competent authority under sub-section (2) of section 3C of the said Act shall be final. 

The land plans and other details of the land covered under this notification are available and can be inspected by 
the interested person at the aforesaid office of the competent authority. 
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SCHEDULE 


Brief description of the land to be acquired, with or without structure, falling within the stretch of land from 
km. 66.000 to km. 123.000 of the National Highway No. 233 (Indo Nepal Border to Varanasi) in District Basti in the 
State of Uttar Pradesh. 


SI. 

No. 

Name of the 
district 

Name 
of the 
Taluk 

Name of the 
Village 

Survey 

Number 

Type of Land 

Nature of Land 

Area in 
(Hectare) 

1 

2 

3 

4 

5 

6 

7 

8 

1 

Basti 

Basti 

Sadar 

1. Kharauwajat 

181 

Private 

Agricultural 

0.0055 





182 

Private 

Agricultural 

0.0042 





183 

Private 

Agricultural 

0.0030 





186 

Private 

Agricultural 

0.0030 





187 

Private 

Agricultural 

0.0030 





188 

Private 

Agricultural 

0.0070 





190 

Private 

Agricultural 

0.0060 





191 

Private 

Agricultural 

0.0030 





193 

Government 

Chakmarg 

0.0020 





214 

Private 

Agricultural 

0.1270 





215 

Government 

For drying 
Clothes 

0.0130 





216 

Private 

Agricultural 

0.0550 





217 

Private 

Agricultural 

0.0160 





218 

Private 

Agricultural 

0.0160 





219 

Private 

Agricultural 

0.0100 





220 

Private 

Agricultural 

0.1520 





221 

Private 

Agricultural 

0.0500 





222 

Private 

Agricultural 

0.0280 





223 

Private 

Agricultural 

0.0280 





608 

Private 

Agricultural 

0.0012 





610 

Private 

Agricultural 

0.0020 





615 

Private 

Agricultural 

0.0540 





616 

Private 

Agricultural 

0.0090 





617 

Private 

Agricultural 

0.0080 





618 

Private 

Agricultural 

0.0400 





621 

Private 

Agricultural 

0.0010 





622 

Private 

Agricultural 

0.0010 





623 

Private 

Agricultural 

0.0020 





624 

Private 

Agricultural 

0.0100 





625 

Private 

Agricultural 

0.0120 





626 

Private 

Agricultural 

0.1410 





627 

Private 

Agricultural 

0.1201 





628 

Private 

Agricultural 

0.0060 





629 

Private 

Agricultural 

0.0050 





670 

Government 

Chakmarg 

0.0120 







Total 

0.9560 




2. 

Madarpur Sisawa 

147 

Private 

Agricultural 

0.0098 
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SI. 

No. 

Name of the 
district 

Name 
of the 
Taluk 

Name of the 
Village 

Survey 

Number 

Type of Land 

Nature of Land 

Area in 
(Hectare) 

1 

2 

3 

4 

5 

6 

7 

8 





148 

Government 

Chakmarg 

0.0227 





152 

Government 

Chakmarg 

0.0120 





153 

Government 

Naveen Parti 

0.0400 





154 

Private 

Agricultural 

0.2370 





155 

Private 

Agricultural 

0.0128 





157 

Private 

Agricultural 

0.0067 





159 

Private 

Agricultural 

0.0080 





160 

Private 

Agricultural 

0.0190 





162 

Private 

Agricultural 

0.0030 





328 

Private 

Agricultural 

0.0066 





329 

Private 

Agricultural 

0.0200 





332 

Government 

Nali 

0.0040 





333 

Private 

Agricultural 

0.0180 





334 

Private 

Agricultural 

0.0112 





335 

Government 

Chakmarg 

0.0050 





336 

Private 

Agricultural 

0.0350 





338 

Private 

Agricultural 

0.0010 





339 

Private 

Agricultural 

0.0150 





341 

Private 

Agricultural 

0.0136 





342 

Private 

Agricultural 

0.0080 







Total 

0.5084 




3. 

Pikaura 

46 

Private 

Agricultural 

0.0190 







Total 

0.0190 




4. 

Amhat 

115 

Private 

Agricultural 

0.0590 







Total 

0.0590 




5. 

Gayghat 

428 

Private 

Agricultural 

0.0253 







Total 

0.0253 




6. 

Khuthan 

34 

Private 

Agricultural 

0.0110 







Total 

0.0110 




7. 

Nagar Khas 

2540 

Private 

Agricultural 

0.2000 





2544 

Private 

Agricultural 

0.0100 







Total 

0.2100 




8. 

Beili 

864 

Private 

Agricultural 

0.0050 







Total 

0.0050 




9. 

Dakahi 

28 

Private 

Agricultural 

0.0150 





29 

Private 

Agricultural 

0.0130 





30 

Private 

Agricultural 

0.0150 





33 

Private 

Agricultural 

0.0160 





49 

Private 

Agricultural 

0.0120 
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SI. 

No. 

Name of the 
district 

Name 
of the 
Taluk 

Name of the 
Village 

Survey 

Number 

Type of Land 

Nature of Land 

Area in 
(Hectare) 

1 

2 

3 

4 

5 

6 

7 

8 





50 

Private 

Agricultural 

0.0050 





52 

Private 

Agricultural 

0.0130 





55 

Private/ 

Government 

Agricultural/ 
Naveen Parti 

0.3587 





60 

Private/ 

Government 

Agricultural/ 
Naveen Parti 

0.0362 





62 

Private 

Agricultural 

0.0130 





63 

Private 

Agricultural 

0.0110 





64 

Private 

Agricultural 

0.0040 





67 

Government 

Naveen Parti 

0.0310 





76 

Government 

Reserve for 
General public 

0.0190 





78 

Private 

Agricultural 

0.0060 





80 

Government 

Naveen Parti 

0.1225 





82 

Government 

Naveen Parti 

0.0280 





83 

Private 

Agricultural 

0.0130 





84 

Government 

Naveen Parti 

0.0412 







Total 

0.7726 







Grand Total 

2.5663 


[F. No. RW/NH-37014/I/20I4/NHDP-IVA] 
RAJESH GUPTA, Dy. Secy. 
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